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1* Attached is a list of officers authorised to release cables . 
them officer* are of two categories: principals and alternates. ’Wien 
• .principsl & absent frco Isadg ia r tera, the designated alternate is 
mfthoristd tft perform his functions during his absence. In those instances 
^ere acre thjsn one principal has been designated, it is highly desirable 
that the Chief of the component concerned scan all outgoing cables before 
they are released. 

8* friop to dispatch each rel easi n g officer or his designee sill be 
aaapsasffcle for the coordination, with the proper area division and ap- 
propriate staffs* of cables dealing with policy or substantive natters . 

3* 1ft apfiition he will insure that area divisions are furnished 
imfawafeisa cpples of all cables sent to field stations located within 
t&e division’* geographic boundaries. Exceptions to this rule will be 
authorised by me alone . 

%. It is the responsibility of each addressee to see that the 
provisions of this memorandum are strictly adhered to within the offices 
am Her his Jurisdiction. 

5. tte ixeeutive Assistant to the Director is authorised to approve 
additions or deletions to the attached list. 

6- Ml existing directives and regulations in conflict with these 
instructions are hereby rescinded. 
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_ vrai B. SK*I 

Director 
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